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ST.  PHILIP'S  CHURCH.  This  is  the  third  structure  bearing 
this  name.  The  first  was  built  iu  1682  ou  another  site.  lu 
1723  a  new  churnh  was  erected  and  the  old  edifice  demolished. 
During  a  couflagr.atiou  in  179(i,  the  spire  caught  fire,  but  a 
negro  ciiinbed  to  it  and  extingubhed  the  flames..  Iu  1835 
it  was  burned  down,  and  the  present  chun-h  was  opened 
Way  IM,}x.     riio  liteeple  is  nearly  200  feet  high,  from 

*'hlch,  at  night,  a  beacon  light  shiues  far  out  to  sea. 


